The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

OeVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



07/13/2011 


Edward Lynch 

Assistant District Attorney, Cape & Island 


Dear ADA Lynch, 

Enclosed is the infonnation you requested in regards to Commonwealth Included 

are copies of the following: 


1. Curriculum Vitae for Annie Dookiian and Zhi Yi Tan 


2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 


Zhi Yi Tan was the custodial chemist and performed the preliminary testing and net weight for this 
sample. Annie Dookhan was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dookiian 
Chemist 11 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist LII. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

^Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controis/standards. 

♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst LII. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curnculum Vitae 


Zlii yi Tan 
EDUCATION 

M.S. in Biology, Peking University, Beijing ,China. 

Ph.D. equivalent in biology, Houston Downtown University, Texas, US. 

Employment 

1997-Present Chemist II, State Laboratory Institute 

Massachusetts Department or Public Health, Ding Analysis Laboratory, 
Responsible for the identification of substance to detennine violations of the 
Massachusetts harmfiil and narcotic drug laws. 

1995-1997 Chemist I and II, Drug Laboratory, Amherst, SLI, hlDPH, MA 

Responsible for the identification of unknown substances, to detennine 
violations of the Massachusetts hannfiil and narcotic drag laws. 

Trained in the use of analytical instnimentation for the pmpose of perfonning 
forensic drag analysis. Maintained complex analytical equipment. Assisted in 
developing methods of analysis. 

Appointed an assistant analyst for the Department of Public Health. 1995 

1988-1995 Post Doctor Department in Plant & Soil Sciences, UMASS, Amherst MA. 
Researched on the field of Plant Physiology and Biochemistry, fimding by 
USD A and NASA projects. 

1988 Spring-1988 Summer, Research Associate in Department Crop & Soil 
Sciences. TAMU, TX 

research on the environmental progiam and plant honnones. 

1986-1988. Post Doctor in the Department of Biology , University of California at 
Santa Cruz. CA. 

Research conducted on Plant hormone and Senescence 

1977-1986 Assistant Professor in the department of Biology , Beijing Normal 
University, and the main Advisoi- of Beijing Analytical equipment 
Institute. 

Taught and perfonned research projects of plant hormone physiology. 

Trained in GC & HPLC teclmiques and their application in Biology 

Honor & Publications: The best Publication of 1990 award by American Society of 
Horticulture. 23 Papers in main Science Journal, One GC Patent. 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 



Name and Rank of Submitting Officer: 


u: 


arvo 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


City or Department: 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 
1:00-3:00 



Name and Rank of Submitting Officer; _ fl-riUh 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 








No. 

City: Barnstable Police Dept. 
Officer; Sergeant ARTHUR CAIADO 
Def: 

Amount: 32.0 

No. Cont: 1 Gont; pb 

DateRec'd: 06/11/2010 
Gross Wt: 11.83 



Date Analyzed: \ \-o n-'-O 


SubsbTAB 


No. Analyzed: 

Net Weight: ^ 

# Tests: f^/T 


o><-v\coc(.oTe 



Prelim; 


Findings; 





Date Analyzed; \\-oS "! O 


No 
City 
Officer 
Def 
Amount 
No. Cont 
Date Rec'd 
Gross Wt.; 


Barnstable Police Dept. 

Sergeant ARTHUR CAIADO 




1 Cont: pb 
10/20/2010 
23.33 



No. Analyzed: 

Net Weight: 

#Tests: 

Findings: ^ 


I- 


Barnstable Police Dept. 

Sergeant ARTHUR CAIADO 


No. 
City 
Officer 
Def 
Amount 
No. Cont 
Date Rec'd 
Gross Wt 


Prelim; ^yi^4irJL 


Date Analyzed: 


1311 ' 

1 Cont: pb 


10 / 20/2010 , 


20.14 


1/ 



No. Analyzed: 

Net Weight: f3.^’ 
# Tests: / 

. 2-PvS.o 


Findings: o X^codxorviL 


No. 

City; Barnstable Police Dept. 
Officer: Sergeant ARTHUR CAIADO 
Def: 

Amount 6-0 
No. Cont 1 Cont pb 

Date Rec'd: 10/20/2010 ' ' 

Gross Wt: 5.40 


Date Analyzed: \\~c>^~iO 


Wji 


i~S7pil 

Pmm: yu 


SubstTAB 

No. Analyzed; 

Net Weight 
# Tests: j 




Findings: e. 


1/ 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Reguiatory-Status: Schedule 1! 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Celfuiose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Availabie-Contalner-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetyjsaiicyljc Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed In a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: OralTabiet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights resen/ed. 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 

POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule If 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, MlcrocrystalJme 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avaflable-Contafner-Size: Bottle of 100 

Contact: Covidren MalJmckrodt 
Product ID: 6594281 

AAPCC Code; 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicyfic Acid) 

Registry Number: NOC 0408-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box Is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. AN rights reserved. 
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Pharmaceutical Analysis Sheet 


Sample 


C\iy 


E.O. weight 


/ 

l/ /3,^l 


Count id^ Descnpiion-^JlOt^vl ^ 


Ballistic l.D. 



I.D. Source 




Jhnal I.D. _ MS chcmisi_ 


A'5V completed ^ 


Sample # 



Cirv 




£.0, weighty 





Count_ 6,^ Description: jt^^j\^h AIM 

Ballistic i.D. 


l{l[lJ) f 


I.D. Source • 


I'inaJ i.D._ _iVlS chemist_ _completed_ 11'~C f~'l ^ 
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MiUKUMbUHA® Healthcare Series ; POISINDEX® Document 


Page 1 of I 


POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule I! 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Blue No; 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose. Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 
Available-Container- ^0X10: Bottle of 100 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination {Excluding Combination Products with 
Acetaminophen or Acetylsailcylic Acid) 

Registry Numbers: NDC 52152-215-11 
NDC 52152-215-02 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006, 
Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www,thomsonhc.coin/hcs/librarian/PFDefaiiltActionId/p£PrintReadv 11/4/2010 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Methadone Hydrochloride 


Also known as 

Methadone HCI 


Regulatory-Status: 

Schedule 11 


Ingredients 



Active-Ingredient: 

Methadone Hydrochloride -10 MG 


Excipients: 

Magnesium Stearate 

Cellulose, Mlcrocrystajjlne 

Silicon Dioxide 

Lactose (Monohydrate} 

- 

Availability & Manufacturing 


Availability: 

United States 


Avaliable-Container- 

Sizes: 

Bottle of 100; 10X10 


Contact: 

Covidien Mailinckrodt 


Product ID: 

6710697 


AAPCC Code: 

037703 - Methadone 


Registry Numbers: 

NDC 0406-5771-01 

NDC 0406-5771-62 


Physical Description 



Imprints: 

M - The tablet is debossed with a score between 57 and 71 on one side and M 
enclosed in a box on the other side. 

57 71 

Alt Imprint: 

5771 


Form: 

Oral Tablet 


Color: 

White to Off-White 


Shape: 

Rectangle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


h ttn ://www. thomsonhc. com/lics/librai'ian/PFD efaul t Acti onid/o f. PrintRead v 

11/4/2010 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM7\10_29_10\751765.D 

ASD 

29 Oct 2010 22:27 

BLANK 

2 

DRUGS , 

RTE 


jAbundance".... TIC; 751765;0- 



hme-> ° 2.bo ' 2.50 ' 3,bo 3.50' 4.00 4,50' ao 5,50 6^0 ' 6.bo ' 7.bo ' 7.50 8.b0 8.bo 9.6o' 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751765.D 


Tue Jul 12 12:28:47 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\10_29_10\751766.D 

ASD 

29 Oct 2010 22:40 

OXYCODONE STD 

44 

DRUGS 

RTE 


Abundance 
I 800000 
600000 

400000 


I 


2000001 


TfC:751766:D 

6i01 


i .. 

d!m8-> 2.00 2,50 

' 3,6o ' 3.60 4.5o 4.feo 5.00 

5.6o 

' 6.00 

6.50 7.00 7.fe0 8.56 8.50 ' 9.66 '9,66' i 


Ret. Time 

Area 

Area 

Cu 

o 

Ratio % 

6.009 

1465781 

100 . 

00 

100.00 


751766,D 


Tue Jul 12 12:28:49 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\10_29_10\751766.D 

ASD 

29 Oct 2010 22:40 

OXYCODONE STD 

44 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.01 

C:\DATABASE\PMW_TOX2.L 
Oxycodone 

000076-42-6 

90 


Abundance 


80 


Average of 


315 


60^ 

44 
40| 

20| :| 55 


70 


230 


84 


OL 


! I, 


115 140 

98 ''28 : 

I i: U 


159 


201 

187 ! 

175 214 


i.L !■ 


258 

244 272 


I I ■, !.. '.ii-l 


286 


300 


341 355 


m/z-> 40 60 80 100 1^0 140 160 180 200 220 240 260 280 300 320 340 


Abundance 


80^ 


60 i 


WSB'iT^ycod one 


vwrs 


315 


40^ 


70 


230 


20 

! 140 


201 



258 


i I 

185 

1 

217 



qI 


.II. 

. 

.i:|_ 

244 


m/2-> 

’ 4 b ' ’ e’o' ' 'eb ' 160 12b Uo '' ibo 

180 

260 

220 ' 

240 

2^0 


281 


300 


751766.D Tue Jul 12 12:28:50 2011 


Page 2 


Folk_OIG_PRR_040938 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data Pile: 

F;\Q4-2010\SYSTEM7\10_29_10\751767.D 
ASD 

29 Oct 2010 22:52 

BLANK 
LAG 
2 

DRUGS 

RTE 


Abundance 

50001 

i 4000I 

I ! 

1 30001 

! 2000 

[ 

1000 |||| 


TfC':75ir67TT ■ 


jJI 










|i!(' I I . .V 




hrfme-> 2.00 2,60 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.50 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751767.D 


Tue Jul 12 12:28:53 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\10_29_10\751771.D 

ASD 

29 Oct 2010 23:43 

BLANK 
ZYT 
2 

DRUGS 

RTE 



|Time-> ^00 2.50 3.00' 3.50 4. 6o 4.50 5.00 5.50 O.bo 6.bo 7.00 7 .bo 8.bo 8.50 



9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751771.D Tue Jul 12 12:30:41 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q4-2010\SYSTEM7\10_29_10\751772.D 

Operator ; ASD 

Date Acquired : 29Oct2^0 23:55 

Sample Name ; 

Submitted by : ZYT 
Vial Number : 72 

AcquisitionMeth: DRUGS 
Integrator : RTE 


/tbundance 
I 3000000- 

^ 2500000; 

I 2000000^ 

: 1500000I 

^ 1000000; 

I 500000i 

|Time-> 2.00 2.50 3.00 3.^0 


Ret. Time 

Area 

Area % 

Ratio % 

6.025 

6010268 

100.00 

100.00 



TrCT 751772 :D' 

6103 


751772.D Tue Jul 12 12:30:44 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM7\10_2 9__10\751772 .D 
ASD 

29 Oct 2010 23:55 


ZYT 

72 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.03 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


jSb'uhdance 


80 i 


60; 


40' 


20 


44 


70 


55 


Average of 5.972 to 6'hi5 fnin ;751 772 ;d (-) 


115 


140 


Wz-> 


20 


84 


98 


128 


230 


201 


107 

1C1 175 '! 
161 I 




214 


258 

244 272 


315 


40 60 80 100 


1^0 ' 140 160 ^ ' 3o ’ 2& "" 240 ^ 2^0 


287 


300 


329 341 355 


280 300 320 340 


iAbundance 


80 


601 

40j 


■WT00903; Oxyccxlbne 


315 


230 




201 

^|l5 28 


42 


70 

55 _84 


115 


201 



; 140 


187 s 



258 


98 

[ 128 i 

1 j = 

159 

175 , ! ! 

215 

: 244 

272 286 

300 

ioo ' 

120 ' * Uo ’ 

i6o 

100 ' 200 

' 2^0 

240 

2^6 2^6 ’ 

300 


300 320 340 


751772.D Tue Jul 12 12:30:45 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\10_29_10\751773.D 
ASD 

30 Oct 2010 00:08 

BLANK 
ZYT 
2 

DRUGS 

RTE 


Abundance 
I 5000 j 


40001 
3000) 



•TrC':75'17r3:D 



4.60 * ' 5.66 5,So 6.00 ’ 6.66 



7.00 ' 7.50 ' 8.00 8.50 9.00 9.0o 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751773.D Tue Jul 12 12:30:48 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\10_29_10\751785.D 

ASD 

30 Oct 2010 2:40 

BLANK 
ZYT 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751785.D Tue Jul 12 12:30:59 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\10_29_10\751786.D 

Operator : ASD 

Date Acquired : 30 Oct 2010 2:52 

Sample Name : OXYCODONE STD 

Submitted by : ZYT 

Vial Number : 44 

AcquisitionMe t h: DRUGS 

Integrator : RTE 


|Abundance^ 

I 800000: 
i I 

' 600000| 
400000) 


TrC‘;75T7BBXr 

6100 


200000 : 


Ret. Time 

Area 

Area % 

Ratio % 

6.004 

1391363 

100.00 

100.00 


751786.D Tue Jul 12 12:31:01 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\10_29_10\751786.D 
ASD 

30 Oct 2010 2:52 

OXYCODONE STD 
ZYT 
44 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.00 C:\DATABASE\PMW_TOX2.L 
Oxycodone 


000076-42-6 


ffiiindahce 


Average min.: 75mmV) 


315 


80 


60. 


44 


70 


40\ 


\ 20l i 

' 1 i 

55 

i I !| 

Ol.Ji 

1 1.^1. p i: 

m/z-> 40 

50 60 70 


84 98 


115 .,40 

; i 

: ! 

128 


230 


187 


161 

.1. h/isOiiiv 


175 


201 


, :i 


215 


258 


244 


272 286 


Abundance 


■#58"3:I5xyc6done 


■■F1^73' 


315 


80 i 


60 i 


! 


40; 


20^ 


0^: 


70 


230 


140 


201 

185 ; 217 


258 


244 


281 


300 


m/z-> 40 50 60 70 80 9’0 100 110 120 130 140 150 180 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 

751786.D Tue Jul 12 12:31:02 2011 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEiyi7\lO_29_10\751787 .D 
ASD 

30 Oct 2010 3:05 

BLANK 
ZYT 
2 

DRUGS 

RTE 


lAbundance 
I 5000i 

i ! 

\ j 

4000^ 

30001 

i 2000 : 


jicvrsmr.u 


\ 


1000 






i.-'T'' 


I 


r ! -. 


jrime-> ° 2.00 ' 2.^0 3.bb ibo ' 4.00' 4.^0 5.00 i SO 6. bo ' 6.^0 ' 7.60 ’ ' 7.b0 8.00 8.50 ' 9.bo 9.bo J I 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751787.D Tue Jul 12 12:31:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM6\11_05_10\753088.D 
ASD 

7 Nov 2010 3:08 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


753088.D 


Tue Jul 12 12:31:52 2011 


Page 1 


Folk OIG PRR 040948 












Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM6\11_05_10\753089.D 

Operator : ASD 

Date Acquired : 7 Nov 2010 3:21 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 89 

AcquisitionMeth: DRUGS 
Integrator : RTE 


lAbundance 

I i 

I 500000! 

I 400000] 

i I 

I \ 

I 300000) 

I 

I 200000I 


100000 ; 



Ret. Time 

Area 

Area % 

Ratio % 

5.395 

713653 

100.00 

100.00 


TIC: 753089,D 
5j39 


753089.D Tue Jul 12 12:31:55 2011 Page 1 


Folk OIG PRR 040949 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 

Data File: 

F:\Q4-2010\SYSTEM6\11 05 
ASD 

7 Nov 2010 3:21 

OXYCODONE STD 

89 

DRUGS 

RTE 

_10\753089.D 


Search Libraries 

: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 5.39 C:\DATABASE\PMW_T0X2.L 

Oxycodone 000076-42-6 90 

Endogenous biomolecule AC 000000-00-0 9 


Abundance Average of 5.365 to 5,501 Tniri.: 753089.IT(-) 

i 315 


80 i 



80 j 
601 

401 70 230 

: ! 


201 

Ql 




140 


185 

.. 

201 

217 

258 

: 

244 1 

281 

i 

300 


40 

60 

_ 80 ' ido 

ido 

140 

i6o 

180 

200 220 ' 

24o 260 

260 

300 ' 

320340 

753089.D 


Tue 

Jul 

12 

12 : 

31: 55 

2011 


Page 2 



Folk OIG PRR 040950 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_05_10\753090.D 

ASD 

7 Nov 2010 3:34 

BLANK 
ZYT 
2 

DRUGS 

RTE 


Abundance 


Trc:753ogcnj 


3000 
^ 2500 

I 2000 

i 1500 

! 

j 1000 

500 











|TimQ-> ° ibo 2.50' 3.6 o 3.50 4.00 ’ 4.50 5,00 6.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


753090.D Tue Jul 12 12:31:58 2011 


Page 1 


Folk OIG PRR 040951 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_05_10\753091.D 

ASD 

7 Nov 2010 3;47 


ZYT 
91 

DRUGS 

RTE 


Abundance 

I 

I I 

j 14000001 

i 1200000! 

! i 

I 10000001 
800000 
I 600000 

I 400000 

I 200000 


TjCTr53091.D 

5|41 


!Time-> ZOO Z50 

' 3.b6 ' ' 3.50 ’ ’ 4.06 ' 4.50 5.00 

' 5.50 ' 

6.00 

6.50 ' 7.00 ' ' 7.50 8.00 8.50 9.66 9.50' i 






Ret. Time 

Area 

Area 

% 

Ratio % 

5.406 

2687763 

100 . 

00 

100.00 


753091 .D 


Tue Jul 12 12:32:01 2011 


Page 1 


Folk OIG PRR 040952 








Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F:\Q4-2010\SYSTEM6\11_05_10\753091.D 

ASD 

7 Nov 2010 3:47 


2jtYT 

91 

DRUGS 

RTE 


Search 

Libraries: C;\DATABASE\SLI.L 

Minimum Quality 

90 



C;\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

5.41 

C:\DATABASE\PMW TOX2.L 





Oxycodone 

000076-42-6 

94 



Endogenous biomolecule AC 

000000-00-0 

2 


Abundance 


80 


60 


40^ 


201 


Averap of 5,365 to 5^543 rfnn,:T5J(r9Tirp 


315 

! 


230 


70 


44 

^ i 


55 


31 


84 


98 


Ub ^40 

128 I 


04-,. . 


H :!n49 


159 


201 

188 

175 y : 214 


258 




244 


272 28? 


300 ^ 

_ i.J.::. 327 


b/2-> 30 4'0 50 60 /O 80 90 100 110 1 2Q 13014 0 150 160 170180 1 ^0 20 0 210 220 230 240 250 260 270 280 290 300 310 320 330 ; 

1#583: Wcodone"...1^573 


Abundance 


801 


315 ! 


601 


40 i 


20 i 


70 


OU,.. 


140 


185 

i.H 


230 


201 


258 


217 


244 


281 


300 


^/z-> 30 '4b ' ^ eb 70" ^' 90'16b i \ o 120160 V4b 1 So 1601 ? 0160190 260 210 220 230 24o 250 260 27b 280 260 360310 32b 33b I 


753091,D Tue Jul 12 12:32:02 2011 Page 2 


Folk DIG PRR 040953 










































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM6\11_05__10\753092 .D 
ASD 

7 Nov 2010 4:00 


ZYT 
92 

DRUGS 

RTE 


AburidanGe TIC: 753092.D 

5142 

: ! ‘ 

; I ^ 

f : i. 

i 1500000; 

i j- 

! I !; 

i 1000000 l! 

I ;[ 

I i I 

: 500000! ii 




iime-> ibo 2.50 3.66 

ibo 4,00 4,ho' 5.00 

5.50 ' 

' 6.00 

6.50 7.66 7.50 8.6o 8.66 9.6o 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 

5.418 

3904533 

100 . 

00 

100.00 


753092.D Tue Jul 12 12:32:05 2011 


Page 1 


Folk OIG PRR 040954 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEM6\11_0 5__10\753 0 92 .D 
ASD 

7 Nov 2010 4:00 


ZYT 

92 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


5.42 C:\DATABASE\NIST98.L 


Abundance 


80 

1 

! 


f 

1 

; 60 


40 


20| 

42 

oi 

:m/z-> 

31 J 

40 

iAbundance 


i 1 

■ 80| 


1 i 

1 60 


40| 


20^ 


1 0^ 

Wz-> 

42 
30 II 
4b 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Average of 5.365 to 5.55^ 

i mifi.: 753092:d {-) 



315 



70 


55 I 84 98 


115 


140 


201 


230 

j 


128 


188 


,161 Ijl 


215 


258 


300 


^ ‘ ,11. JL ^1“* :i 272 286 : i 327 343 


#128608: UxycoWne 


315 


230 


58 





140 



201 





70 





I 



258 


84 

._k..L,, 

98 

115 

I 128 


157 

187 

175 

. • i 

- i. . 1 

H :! 

217 

244 

1 272 286 

300 

sb' 

100 

120 

140 

160 

180 

200 

220 

240 

260 260 

360 320 340 


753092.D 


Tue Jul 12 12:32:05 2011 


Page 2 


Folk OIG PRR 040955 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q4-2010\SYSTEM6\11_05_10\753093.D 

ASD 

7 Nov 2010 4:13 

BLANK 
ZYT 
2 

DRUGS 

RTE 


iAbuncJance TRl: 753093.17 



I 1500 

i 1000 

500i 

' ] 

L Ot .. , , . , , : r ..... ^-^-1--- . -... . , , . ... 

rTime-> 2.00 2,50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.0 0 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


753093.D Tue Jul 12 12:32:08 2011 


Page 1 


Folk OIG PRR 040956 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q4-2010\SYSTEM6\11_05__10\753094 . D 

Operator : ASD 

Date Acquired : 7 Nov 2010 4:27 

Sample Name 
Submitted by 
Vial Number ; 94 

AcquisitionMeth: DRUGS 
Integrator : RTE 





Area 


Ratio % 


7964 5.06 5.58 
9000 4.17 4.60 
2682 90.77 100.00 


753094.D Tue Jul 12 12:32:11 2011 Page 


Folk OIG PRR 040957 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\11_05__10\753094.D 

Operator : ASD 

Date Acquired : 7 Nov 2010 4:27 

Sample Name : 

Submitted by : ZYT 

Vial Number : 94 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3.11 C:\DATABASE\PMW_TOX2.L 


Palmitic 

acid 

000057-10-3 

94 

Myristic 

acid 

000544-63-8 

32 

Undecane 


001120-21-4 

10 





Folk OIG PRR 040958 


























Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-2010\SYSTEM6\11 05 

10\753094.D 


Operator 

ASD 



Date Acquired 

7 Nov 2010 4:27 



Sample Name 




Submitted by 

ZYT 



Vial Number 

94 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 

90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 

90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# Qual 


3.79 C:\DATABASE\PMW_T0X2.L 

Stearic acid 
Myristic acid 
Tridecane 


000057-11-4 94 
000544-63-8 72 
000629-50-5 11 


Abundance 

I i 

I i 


80 i 


43 


73 


Average of 376410 3 V 877 min.: T 53694 .U (-) 


60 


60 i 


40 l 


201 


129 

i 


83 


M h 


97 




o; 


107 

lU , 


115 

i 

II 


185 


157 


241 


284 


199 


213 227 


255 


hi/z^-> 30 40 5 b 6 b 70 8 ‘Q 90 l 6 o 110 1^0 130 140 150 160 itO 180 190 200 210 ^^^ 2 240 250 260 270 280 

W969rSleanc acid FT3W 


Abundance 


801 


73 


60 


60 i 


401 


m 


284 


129 


83 97 


185 


241 




111 


143 


171 


199 


264 


Wz-> 3 b 40 ’ 50 ' 6'0 70 8 b 90 lbO 110 1^0 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


V-i-r 


753094.D 


Tue Jul 12 12:32:12 2011 


Page 3 


Folk OIG PRR 040959 





































Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q4-2010\SYSTEM6\ll_05_10\753094.D 

Operator : ASD 

Date Acquired : ^^^0^2^10 4:27 

Sample Name : 

Submitted by : ZYT 

Vial Number : 94 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

5.42 

C:\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 99 



Oxycodone 

000076-42-6 99 



Oxycodone 

000076-42-6 99 


Abundance Average oTS.365 fo 5.W6 min.:T530MnT(-) 




753094.D Tue Jul 12 12:32:13 2011 Page 4 


Folk OIG PRR 040960 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_05_10\753095.D 

ASD 

7 Nov 2010 4:40 

BLANK 
ZYT 
2 

DRUGS 

RTE 



I 10001 

500; 

I ; 

|rime-> ^ 2.b0 ' 2.30 ' 3.00 ' ibp .l 4 .b 0 l'4 ' ' 5.50 5.50 6.bo 6.50 7^0 ' 7.bo ’ 8.00 8.50 9 .bo ' ’ 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


753095.D 


Tue Jul 12 12:32:16 2011 


Page 1 


Folk OIG PRR 040961 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\11_05_10\749974.D 

ASD 

7 Nov 2010 7:57 

BLANK 
ZYT 
2 

DRUGS 

RTF 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


749974.D 


Tue Jul 12 12:32:28 2011 


Page 1 


Folk OIG PRR 040962 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_05_10\749975.D 

ASD 

7 Nov 2010 8:10 

OXYCODONE STD 
ZYT 
89 

DRUGS 

RTE 


Abundance 

600000) 

5000001 

; j 

I 4000001 

^ 300000^ 

j i 

! I 

I 2000001 

i 1000001 


5| 


TfC: 749975.D 
39 


( 


ibo ' ' 3.003.50 ^ 4l)0^ 4.50 ' ' 5.00 ' ' 5.50 ' 6.66 6.50 ' ' 7.66 ' 7.50 ' 8.66 " 8.50 ' 9?b6^ ' ^50 


! 


Ret. Time 

Area 

Area % 

Ratio % 

5.395 

849340 

100.00 

100.00 


749975.D Tue Jul 12 12:32:31 2011 


Page 1 


Folk OIG PRR 040963 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-2010\SYSTEM6\11 05 

10\749975.D 


Operator 

ASD 



Date Acquired 

7 Nov 2010 8:10 



Sample Name 

OXYCODONE STD 



Submitted by 

ZYT 



Vial Number 

89 



AcquisitionMet h 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality; 

90 

PK# RT 

Library/ID 

CAS# Qual 

1 5.39 C:\DATABASE\PMW TOX2.L 




Oxycodone 

000076-42-6 

93 


Endogenous biomolecule AC 

000000-00-0 

35 

Abundance 

Average of 5.365 to 5.626 min. 

74gg75.cr(-) 


315 



80 


60^ 


40 


230 


70 


! 

i 

44 


20j 

31 

i 55 ! 

84 

i I. , li I I hi 

0 

I V 

li-j' 



115 


140 


201 


128 


187 


159 


175 




214 




258 

i 


244 


2^2 287 


355 , 


hi/z-> 


4(0 60 ab 100 1 20 140 160 180 200 220 240 2^0 280 300 320 340 


Abundance 


1?583: "Oxycodone 


P1573 


315 


801 


60 i 


401 


201 


hi/z-> 


O'- 


70 


230 


140 


201 


185 


217 


258 


40 60 80 100 


) ' ' lio 140 ’ ' 160 


180 


260 


244 


2^6 


240 260 


281 

280 


300 

.'I ^ 

300 


320 340 


749975.D 


Tue Jul 12 12:32:32 2011 


Page 2 


Folk OIG PRR 040964 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_05_10\749976.D 

ASD 

7 Nov 2010 8:23 

BLANK 
ZYT 
1 

DRUGS 

RTE 


^bun^ce^ ..TIC;7?5Si7BTr 

3500 

j 3000 

2500 

I 2000 

I 

I 1500 

; 1000 : 

I 500 j 

^ zoq 4.00 ’ ’4 .£o 5.00 5.50 ’ 6.00 eiq 7.00 ' 7.^ 8.00 asq 9.q0 9.feo 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


749976.D Tue Jul 12 12:32:34 2011 Page 1 


Folk OIG PRR 040965 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11 

ASD 

8 Nov 2010 10;23 

BLANK 

1 

DRUGS 

RTE 


08 10\753316.D 



1000J 
5001 


irime--> ZOO 2.50 ' 3.06' 3.^0 ' 4.o6 4. 50 5.bo 5.bo 6.00 6.50 7.00 ' 7.56 8.5o 8.50 9.66 9.56 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


753316.D 


Tue Jul 12 12:33:33 2011 


Page 1 


Folk OIG PRR 040966 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\ll_08__10\753317.D 

Operator : ASD 

Date Acquired : 8 Nov 2010 10:35 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 

AbuMance 

i 600000I 

500000 
I 400000 
! 300000 

I 200000 
! 

I loooooj 

i 

iTime-> zbo ' ZSO ' ibo ’ iSO 


Ret. Time 

Area 

Area % 

Ratio % 

5.401 

935010 

100 . 00 

100.00 


T!C: 75'3'3'17;D' 
5(40 

I 


Too"" ’ 4.50 5 . 0 b ' 6 . 00 ' 6.bb 7.bb' 7.bb'' s.bb ' abb " abb ’' abb 


753317.D Tue Jul 12 12:33:35 2011 Page 


Folk OIG PRR 040967 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11 

ASD 

8 Nov 2010 10:35 

OXYCODONE STD 

5 

DRUGS 

RTE 


08 10\753317.D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.40 C:\DATABASE\NIST98.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


80; 


Average of 5736y to 6 .T4'9 min.: 753317U f) 


315 


60 


40 


20 


30 


230 


44 

M 


55 


Abundance 


70 

I 84 

i. I H !== 


115 140 

128 


201 


187 


..,150,... 

jm/Z"> 30 4b 50 60 70 80 90 100 110 120130140150160170180190 200 210 220 230 240 250 260 270 280 2^0300310 320 330 

#128608: Oxycodone 

315 


161 


175 


214 

I 


258 

244 272 


287 


300 


331 


80 j 


601 


40 i 


20i 


42 


bi/z-> ^' 30' 4^ " 50 m' 70 ’ 80 ’ 90 ’ 1001101 io 130140150160170180190 200 210 220 230 240 250 2^0 270 2^0 290 360 si 0 320 sio 


I 30 


70 


58 


230 


140 


201 


115 


84 98 


128 


187 


157 175 


258 


217 


244 


: ■. .7‘)' ■ -j f'i ■ -tl*: '■ j M . iItI 


272 286 


753317,D Tue Jul 12 12:33:36 2011 Page 2 


Folk OIG PRR 040968 































































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_08_10\753319.D 

ASD 

8 Nov 2010 10:48 

BLANK 

1 

DRUGS 

RTE 


iAburidance” TIC: 75331911 



lOOOj 
5001 


irjme-> 2.ho ' 2.50 ioo 3.50 4.00 4.b6 ' 5.bo ' 5.50 6.00 6.50 ' 7.Q0 ' 7.50 8.00 8.50 9 .bo 9 .bo 


Ret. Time 


Area 


Area 


Ratio % 


***NO INTEGRATED PEAKS*** 


753319.D Tue Jul 12 12:33:39 2011 


Page 1 


Folk OIG PRR 040969 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_08__10\753384 .D 
ASD 

9 Nov 2010 1:27 

BLANK 
ZYT 
2 

DRUGS 

RTF 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


753384.D 


Tue Jul 12 12:33:55 2011 


Page 1 


Folk OIG PRR 040970 















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_08_10\753385.D 

ASD 

9 Nov 2010 1:40 


ZYT 

85 

DRUGS 

RTE 


sg 


3}98 


2000000 , 

1500000i 

1000000 ) 

i 

500000; 


TrCT7533B5.U 


:Time-> 2.00 ' isO ' ioo 

3.50 4.00 ' ’ 4.50 5.66 

i5o 

ado 

' 6.50 7.00 7.50 ' 8,00 8,50 9.00 9.50' i 


Ret. Time 

Area 

Area 

% 

Ratio % 

3.984 

3789253 

100 . 

00 

100.00 


753385.D 


Tue Jul 12 12:33:57 2011 


Page 1 


Folk OIG PRR 040971 












Area Percent / Library Search Report 


Information from Data Pile 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


F:\Q4-2010\SYSTEM6\11_08_10\753385.D 

ASD 

9 Nov 2010 1:40 


ZYT 
85 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.98 C:\DATABASE\SLI.L 

METHADONE 


001095-90-5 


97 


Abundance 


80; 


60 


40 


20 


7? 


Average of 3^94810 4.001 Wn.: f 


130 


3I0 '4b' sb ^ 'rb' sb 9 b' ibbVib 160170 lab 1 9 b260 2^0 220300 310 


44 


57 


81. 


91 


10511 ^ 129 143152 ^78 195 205214^^^232 245 259 279 310 


j iu I 


Abundance 


80 i 


60 


40 


72 


■# 2 “: METRADDNE" 


201 


i ^02 115 128 138 152 178 193 204 223 236 247 264 277 294 309 

h/z-> 30 ' 40 50 ^^' 70 'eb 90 ’ Vbb 11 b 120 130 140 150 160 170 180 1 bo 200 210 2^0 230 2^0 2 b 0 260 270 280 290 300 310 


753385.D 


Tue Jul 12 12:33:57 2011 


Page 


Folk OIG PRR 040972 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q4-2010\SYSTEM6\11_08_10\753386.D 

ASD 

9 Nov 2010 1:53 

BLANK 
ZYT 
2 

DRUGS 

RTE 


Abundance TrCiTBSSBB.O 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


753386.D 


Tue Jul 12 12:34:00 2011 


Page 1 


Folk OIG PRR 040973 













Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11_08_10\752076.D 

ASD 

9 Nov 2010 5:19 

BLANK 

2 

DRUGS 

RTE 


Abundance”... TrC: 752076:D- 



1500: 
1000 ; 
500; 


hm8--> 2.bo ’ ibo 3.00 3,5b 4.0b 4.50 s.bb s.bo 6.00 6,50 7.00 7.5b ado 8.50 g.bo 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


752076.D Tue Jul 12 12:34:09 2011 


Page 1 


Folk OIG PRR 040974 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\11 

ASD 

9 Nov 2010 5:32 

OXYCODONE STD 

5 

DRUGS 

RTE 


08 10\752077.D 


Abundance ~ ' T[C:T52If7tD 

I 3500001 5|40 

I 300000i I 

: I i 

I 2500001 I 

I 200000 J =i 

: I I' : 

I 150000 j |; I 

I loooooj 1! : 

i ; ij i 

i !i ^ 

j 50000^ ii : 

: I M i 

: I M i 

I 0 j 

ZOO 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 ; 


Ret. Time 

Area 

Area % 

Ratio % 

5.401 

646744 

100.00 

100.00 


752077.D 


Tue Jul 12 12:34:12 2011 


Page 1 


Folk OIG PRR 040975 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\ll_08__10\752077.D 

ASD 

9 Nov 2010 5:32 

OXYCODONE STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


5 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality; 90 


CAS# 


Qual 


Abundance 


80 


60 ] 


40 


201 


0 


5.40 C:\DATABASE\NIST98.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Average of 5.371 to 5.549 min.: 752077 .D (-) 


315 


44 

: i 


11 55 


70 


115 


230 

i 


140 


201 


31 ■ . 


84 


98 


128 


187 


272282 

m/z-> io 20 30 4'0 50 60 70 80 90 l00110120l30140150160170lOoi90200210220230240250260270200290300310 




159 175 Ijj ! 215 . 

1 . 'i 244 

.',1 J :!;,... 


258 


300 


Abundance 


80 i 


"Oxycodone 


315 


60 i 


40 ^ 


230 


20 


M5 28 

01 . 


42 

h 55 

i i 

■iil . I.ii 


70 


115 


84 


98 


128 


140 


201 


159 


167 

175 


215 I 




;m/z-> 10 20 30 40 50 60 70 80 90 100110120130140150160170180190200210220230240 2 5 0 2 60 270 2 8 02 90300310 

752077.D Tue Jul 12 12:34:13 2011 Page 2 


258 

244 j. 272 286 


Folk OIG PRR 040976 


























Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\11_08_10\752078.D 

ASD 

9 Nov 2010 5:45 

BLANK 

2 

DRUGS 

RTE 


Afauhdah^ ' ' ' TrCiV52078.D 



1500l 

I ! 


• ioooi 

i 

5001 

j I 

[rime-> 2.00 iso' ' ^ 3.fe0 ' 4.06 ’ 4.^0 ’ 5.00 5.50 6,00 6.fe0 7.00 7.56 8.60 8.50 9.bo 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


752078.D 


Tue Jul 12 12:34:16 2011 


Page 1 


Folk OIG PRR 040977 











